KY 


Regn . No . KERBIL /2012 / 45073 

dated 5 - 9 - 2012 with RNI 


ON 
सत्यमेव जयते 


കേരള സർക്കാർ 
Government of Kerala 

2015 


Reg.No.KL/ TV (N )/634 /2015 - 17 


GOVERNM 


ON 


802 


2 quốeº 
VMENT OF 


°3960 


KERALA 


കേരള ഗസററ് 


KERALA GAZETTE 


ആധികാരികമായി പ്രസിദ്ധപ്പെടുത്തുന്നത് 

PUBLISHED BY AUTHORITY 


weijo 4 


തിരുവനന്തപുരം, 

ചൊവ്വ 


2015 23 / 08 14 
14th April 2015 

1190 Olmo 31 
31st Meenam 1190 


നമ്പർ 


Vol. IV 


No . 


Thiruvananthapuram , 

Tuesday 


1937 6620 24 
24th Chaithra 1937 


PART IV 
Private Advertisements and Miscellaneous 

Notifications 


TRAVANCORE DEVASWOM BOARD 


required under sub section ( 3 ) of Section 35 of the 
said Act. 


RULES 


1. Title and Commencement: 


1. 


Phone: 0471 2317983 , Fax : 0471 2310192 
email: travancoredevaswom 2011 @ gmail.com 

FINAL NOTIFICATION 
ROC No. 8031/2001/Est-2. 24th February 2015. 

In exercise of the powers conferred under 
sub section 5 of Section 29 and Clause ( e ) of sub 
section 2 of Section 35 of the Travancore Cochin Hindu 
Religious Institutions Act 1950 ( Act XV of 1950 ) the 
Travancore Devaswom Board hereby makes the following 
Rules, the same having been previously published as 


These Rules shall be called , " the category change 
for the Strong Room Guards employed in the 
Travancore Devaswom Board to the cadre of 
Lower Division Clerk /Sub Group Officer Grade -II 
Rules . 
They shall come into force at once. 


2 . 


II. Reservation of Vacancies : 

Five Percent of the vacancies arising in each calendar 
year in the cadre of Lower Division Clerk /Sub Group 
Officer Grade- II under the Board shall be reserved to be 
filled up by category change from eligible Strong Room 
Guards. 


III. Qualification : 


Minimum qualification for category change as Lower 
Division Clerk / Sub Group Officer Grade -II, shall be : Pass in 
SSLC with Sub Group Officer Test or DOT or DOT 
(New Scheme) or MT as the case may be . 
IV. Minimum Period of Service: 

The employees seeking category change under these 
Rules should have completed a minimum period of five 
years aggregate service as Strong Room Guard in the 
Travancore Devaswom Board . 


V. Procedure: 

At the beginning of every calendar year the Head of 
the Departments shall report to the Board the anticipated 
vacancies of Lower Division Clerk / Sub Group Officer 
Grade - II, for the year and the Devaswom Commissioner 
shall inform the Board the estimated number of vacancies 
available for Category Change under these Rules . The 
Devaswom Commissioner shall then prepare and forward a 
list of eligible Strong Room Guards for Category change 
as Lower Division Clerk /Sub Group Officer Grade - II , in 
each calendar year to The Board for making the category 
change for vacancies reserved for the purpose . The Board 
will approve the list of Strong Room Guards eligible for 
Category change as Lower Division Clerk / Sub Group 
Officer Grade - II . The category change reserved for each 
calendar year shall be filled up from the list prepared as 
above . For each calendar year a fresh list as stated above 
shall be prepared . 


VI. Interpretation : 

If any doubt or dispute arises regarding the 
interpretation of the Rules in its application to any case , 
the decision of the Board shall be final. 


By order of the Travancore Devaswom Board , 


Devaswom Board 
Secretariat, 
Thiruvananthapuram . 


(Sd .) 
Secretary 


Explanatory Note: Whereas the Travancore Devaswom 
Board has resolved to set apart 5 % of the total 
vacancies arising in a calender year for Strong Room 
Guards for category change to the cadre of Lower 
Division Clerk /Sub Group Officer Grade- II , for the first time 
in the Travancore Devaswom Board , and hence this 
Notification . 


